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PUNCH OPERATE CODES 


The "Punch Operate" instructions, PER375 Punch Operate 1 and PER376 
Punch Operate 2, cause relays to be set in the on-line 721 punch. 
When these relays axe set the punch will operate in other than the 
"normal" manner, the specific variation being determined by the 
wiring of the pliigboard used in the 721. Both relays are cleared 
by the punch word count going to zero. 

The wiring of the currently used plugboard is such as to give the 
following results: 


Relays set 
neither 

1 only 

2 only 
1 and 2 


Action 

gang punch (reproduce columns 
73-80 from previous card into 
73-80 of card being punched) 

lose columns 1-8 

inhibit gang punch 

offset columns 1-8 to 73-80 
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